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CONFIDENTIAL OECD PARIS 16850 

EXCON 

E.O. 11652 XGDS1 
TAGS: ESTC, COCOM 

SUBJECT: COCOM LIST REVIEW: IL 1362 - VIBRATION TEST- 
ING EQUIPMENT 

REFS: A. COCOM DOC REV (74) 1362/4 

B. STATE 150400 

C. OECD PARIS 16798 

1. AT JUNE 26 LIST REVIEW MEETING CHAIRMAN NOTED THAT 
SINCE PREVIOUS UK PROPOSAL TO DELETE IL 1362 HAD BEEN 
AGREED BY ALL DELEGATIONS EXCEPT US, HE ASSUMED THAT THEY 
WOULD ALSO HAVE THE SAME POSITION ON THE MORE MODEST COM 
PROMISE IN REF A. UKDEL POINTED OUT THAT THIS MIGHT NOT 

BE SOSINCE, WHILE SUBITEM (A) RESPRESENTED A DECREASE 
IN PRESENT COVERAGE, SUBITEM (B) WAS IN FACT NEW 
COVERAGE OF HIGH ENERGY SOUND SOURCES WHICH HIS 
AUTHORITIES CONSIDERED MUCH MORE IMPORTANT STRATEGICALLY 
THAN THE MECHANICAL VIBRATION EQUIPMENT THEY HAD 
PROPOSED FOR DELETION. 

2. IN TOUR OF THE TABLE ALL DELEGATIONS, EVEN THE 
FRENCH, APPROVED OR WOULD NOT STAND IN THE WAY OF UNANI- 
MITY ON THE REVISED UK PROPOSAL. USDEL STATED THAT 
WHILE HE HAD NOT AS YET RECEIVED INSTRUCTIONS, HE WAS 
AWARE THAT HIS AUTHORITIES MIGHT WISH TO PROPOSE SOME 
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VERTHELESS, CONSIDERING THE OTHERWISE UNANIMOUS AGREE- 
MENT TO THE ITEM (AND HAVING SOME IDEA OF WHAT, PER REF 
C) WAS TO COME) USDEL AGREED AD REFERENDUM TO UK PROPO- 
SAL. 

3. EARLIER, UKDEL INFORMED USDEL THAT THEY WOULD HAVE 
AN INDUSTRY ADVISER AVAILABLE FOR DISCUSSION OF THIS 
ITEM WHO WOULD HAVE BEEN ABLE TO AGREE TO "ANY REASON- 
ABLE COMPROMISE" WE MIGHT SUGGEST. SINCE WE WERE WITH- 
OUT INSTRUCTIONS, THE ADVISOR DID NOT ATTEND THE MEETING. 

4. ACTION REQUESTED: INSTRUCTIONS, PER ACTION REQUEST 
IN REF C, TO CONFIRM US AD REF, AND SO CLOSE OUT THIS 
ITEM OF EXTREME INTEREST AND IMPORTANCE TO THE UK. 
TURNER 
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